


Civil Aviation Authority 


AIRWORTHINESS NOTICE — No. 47* 


Issue 1 


30 April 1984 


REVISED MAINTENANCE CERTIFICATION FOR LICENSED 
AIRCRAFT ENGINEERS AND ORGANISATIONS 
APPROVED IN ACCORDANCE WITH BCAR A8-1, A8-2, 
A8-3, A8-13 AND A8-15 


1 Introduction 


1.1 The Air Navigation (Second Amendment) Order 1983 
requires with effect from 21 December 1984 that:— 


(a) Any aircraft with a Certificate of Airworthiness in the 
Transport or Aerial Work Category in force, when 
used for any purpose, shall be maintained in accord- 
ance with an approved Maintenance Schedule, shall 
have in force a valid Certificate of Maintenance 
Review and a Technical Log shall be kept in respect of 
such aircraft. 


(b) Any aircraft with a Certificate of Airworthiness in any 
category in force, subject to some variation in the case 
of Special Category, shall have a Certificate of Release 
to Service in force for any overhaul, repair, replace- 
ment, modification, maintenance or inspection carried 
out to the aircraft, any part of the aircraft or such of its 
equipment as is necessary for the airworthiness of the 
aircraft. 


1.2 This Notice should be read in conjunction with the Air 
Navigation (Second Amendment) Order 1983, BCAR 
Chapterst A4-3, A6-4 and A6-8. 


1.3. The purpose of this Notice is to describe the procedures 
which should be followed to facilitate introduction of the 
requirements by the effective date. 


1.4 The Appendices to this Notice contain two Exemptions 
which facilitate transition to the revised maintenance certi- 
fications. 





“This number was previously used for a Notice concerning Aircraft, Engine and 
Propeller Log Books, which was cancelled in J anuary 1977. 

Versions of the Chapters issued-as Grey Papers on 16 April 1984, which relate to the 
new systems and will for a period be current in parallel with existing Chapters. 
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Applicability 


2.1 For aircraft exceeding 2730 kg Maximum Total Weight 
Authorised (MTWA) with a Certificate of Airworthiness in 
Transport or Aerial Work Category in force, paragraphs 4:1 
to 4.5 inclusive are applicable. 


2.2 For aircraft with a Certificate of Airworthiness in Private 
or Special Category in force, but excluding paragraph 2.3 
and 2.4 aircraft, paragraph 4.2(a) is applicable. 


2.3 For aircraft maintained to Schedule CAA/LAMS/FW/ 
1978 or CAA/LAMS/H/1978, patasrap ns 4.2 and 4.6 to 4.8 
inclusive are applicable. 


2.4 For aircraft not exceeding 2730 kg MTWA maintained in 
accordance with an individually Approved Maintenance 
Schedule, paragraphs 4.2, 4.3, 4.4, 4.5, 4.7 and 4.8 are 
applicable. 


2.5 For organisations approved in accordance with BCAR 
Chapters A8-1, A8-2 and A8-3 for the overhaul, repair, 
modification and mandatory inspection of aircraft com- 
ponent parts including engines, paragraph 4.2(a) is applic- 
able. 


Compliance 


(a) Full compliance with the applicable paragraphs of this 
Notice should be established by 21 December 1984. It 
should be noted that submissions in respect of paragraphs 
4.1, 4.4, 4.5 and 4.8 where appropriate must be made at 
least three weeks before the compliance date to ensure 
continuity of maintenance arrangements. 


(b) As of 21 December 1984 all Maintenance Schedule 
Approval Documents relating to the Certificate of Com- 
pliance and the Certificate of Maintenance are invalid and 
will, therefore, be cancelled as of that date. 


Requirements 


4.1 All aircraft with a Certificate of Airworthiness in Trans- 
port or Aerial Work Category in force are required to be 
maintained in accordance with an Approved Maintenance 
Schedule and use a Technical Log. 


(a) Where an aircraft is not maintained to a Maintenance 
Schedule approved by the CAA or where there is no 
Technical Log accepted by the CAA for an aircraft, 
then a Maintenance Schedule and/or Technical Log 
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Sector Record Page as appropriate, shall be submitted 
to the CAA for approval/acceptance. 
NOTE: Reference to the CAA in this sub-paragraph means CAA 
one Division, Brabazon House, Redhill, Surrey RH1 
(b) Where an operator only uses an aircraft with a Certifi- 
cate of Airworthiness in Transport or Aerial Work 
Category in force for purposes other than Public 
Transport or Aerial Work, then an application may be 
made to change the Certificate of Airworthiness to 
Private Category. In this case the requirements of 
paragraph 4.2 shall apply. 


4.2 The Certificate of Compliance is replaced by the Certifi- 
cate of Release to Service. 


(a) All documentation containing a Certificate of Com- 
pliance statement must either be reprinted or amended 
to include a Certificate of Release to Service, thereby 
deleting the Certificate of Compliance statement. 
Authority is hereby granted for all documentation to 
be amended and used prior to the paragraph 3(a) 
compliance date without reference to the CAA. 


(b) The Certificate of Release to Service required at the 
completion of Scheduled Maintenance Inspections 
shall be printed. Authority is hereby granted for the 
document to be printed and used prior to the para- 
graph 3(a) compliance date without reference to the 
CAA. 


4.3 The Certificate of Maintenance is replaced by the Certifi- 
cate of Maintenance Review. 


(a) The Certificate of Maintenance Review may be printed 
but not used until authorised by the CAA in accord- 
ance with paragraph 4.5 of this Notice. 


(b) Signatories for the Certificate of Maintenance Review 
shall be aware, or made aware, of their responsibilities 
under the Air Navigation (Second Amendment) 
Order, as such responsibilities are different from those 
of the existing Certificate of Maintenance signatories. 


4.4 Where a company Exposition makes reference to main- 
tenance certification then an amendment shall be submitted 
to reflect the revised certification. Where an organisation 
intends to use a particular procedure to enable the Certifi- 
cate of Maintenance Review signatory to discharge his 
responsibilities in accordance with the Air Navigation 
(Second Amendment) Order, then such a procedure shall be 
submitted as an Exposition amendment to the supervising 
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Area Office of the CAA Airworthiness Division for 
approval. 


4.5 A letter requesting authority to use paragraph 4.3 Certifi- 
cate of Maintenance Review shall be made to the CAA 
Airworthiness Division, Brabazon House, Redhill, Surrey 
RH1 1SQ, by the Senior Licensed Aircraft Engineer, 
Quality Manager or Chief Inspector as appropriate. The 
letter shall contain a statement that the requirements of 
paragraphs 4.2 to 4.4 inclusive have been complied with and 
give the reference details of the relevant Maintenance 
Schedule. Authorisation will be by re-issue of the Approved 
Maintenance Schedule Approval document. 


4.5.1 On receipt of the Approval Document, an organisa- 
tion may vary the date of introduction of the Certificate 
of Maintenance Review for each aircraft, subject to all 
aircraft being in compliance with the Air Navigation 
(Second Amendment) Order by the date stated in para- 
graph 3(a) of this Notice; the aircraft records should be 
endorsed accordingly. Arrangements shall be made to 
ensure that all relevant personnel are aware of the par- 
ticular introductory dates. Once the Certificate of Main- 
tenance Review has been issued, the Certificate of 
Maintenance ceases to be in force. 


4.5.2 For aircraft not exceeding 2730 kg MTWA main- 
tained in accordance with an alternative Maintenance 
Schedule to Schedule CAA/LAMS/FW/1978 or CAA/ 
LAMS/H/1978, the Certificate of Maintenance Review 
shall be issued at the completion of each Annual Check 
following receipt of the Approval Document. At the 
issue of the initial Certificate of Maintenance Review for 
each aircraft an endorsement shall be made in the par- 
ticular airframe log book to the effect that the revised 
certification shall be used as of that date. 


4.6 Owners of aircraft maintained to Maintenance Schedule 
CAA/LAMS/FW/1978 or CAA/LAMS/H/1978 will be 
issued with a Schedule amendment introducing the revised 
certifications. The amendment will be effective on 21 
December 1984, although implementation of the certifica- 
tions is authorised at any time prior to this date on receipt of 
the amendment, except that in the case of aircraft with a 
Certificate of Airworthiness in Transport or Aerial Work 
Category in force, the Certificate of Maintenance Review 
shall be issued at the completion of the first Annual Check 
due after receipt of the Schedule amendment. A Certificate 
of Maintenance Review is not required in the Private 
Category. 


4.7 Existing Log Books for aircraft not exceeding 2730 kg 
MTWA will be provided with stickers for attachment to the 
inside front cover making reference to the revised certifica- 
tions. Such stickers will be available from the supervising 
Area Office of the CAA Airworthiness Division, and it is 
incumbent on BCAR Chapter A8-15 Maintenance 
Organisations to ensure that both the sticker and the 
Maintenance Schedule amendment referred to in paragraph 
4.6, if appropriate, have been incorporated. 


4.8 All aircraft not exceeding 2730 kg MTWA with a Certifi- 
cate of Airworthiness in Public Transport or Aerial Work 
Category in force require a Technical Log or agreed alterna- 

tive to be kept. Where a Technical Log or agreed alternative 
is not kept for.a particular aircraft then a Technical Log 
Sector Record Page or agreed alternative shall be submitted 
to the CAA for acceptance. 


for the Civil Aviation Authority. 


Airworthiness Division, 
Brabazon House, 
Redhill, Surrey RH1 1SQ. 


APPENDIX No. 1 TO 
AIRWORTHINESS NOTICE No. 47 


Air Navigation Order (1980) Exemption 


1 The Civil Aviation Authority, in exercise of its powers 
under Article 91 of the Air Navigation Order (1980), as 
amended, hereby exempts any organisation and its employees 
who are approved or authorised by the Authority or who are 
Aircraft Maintenance Engineers licensed by the Authority to 
sign Certificates of Maintenance and Certificates of Compliance 
for any aircraft, aircraft parts, or equipment, from the require- 
ments of Articles 9 and 10 of the said Order to the extent that 
Certificates of Maintenance and Certificates of Compliance are 
required to be issued for such aircraft, aircraft parts, or equip- 
ment, so as to enable Certificates of Maintenance Review and 
Certificates of Release to Service to be issued in respect of such 
aircraft, aircraft parts, or equipment, before 21 December 1984, 
being the date on which Article 2(4), (5) and (6) of the Air 
Navigation (Second Amendment) Order 1983 comes into 
operation. 


2 This Exemption is subject to the following conditions:— 


(a) Certificates of Maintenance Review may only be issued in 
respect of an aircraft with effect from the date on which the 
Approval Document to the Approved Maintenance 
Schedule for that aircraft has been varied by the Authority 
in respect of the issue of Certificates of Maintenance 
Review. 


OR 


(b) Certificates of Maintenance Review may only be issued in 
respect of an aircraft with effect from the date on which the 
amendment specified in paragraph 4.6 has been incorpora- 
ted in the Approved Maintenance Schedule for that air- 
craft in respect of the issue of Certificates of Maintenance 
Review. 


3 This Exemption shall have effect from the date hereof 
until 21 December 1984, unless previously revoked. 


Signed 
for the Civil Aviation Authority 
Dated 30 April 1984 


APPENDIX No. 2 TO 
AIRWORTHINESS NOTICE No. 47 


Air Navigation Order (1980) Exemption © 


1 The Civil Aviation Authority, in exercise of its powers 
under Article 91 of the Air Navigation Order 1980 (The Order) 
as amended, hereby exempts any aircraft not exceeding 2730 kg 
Maximum Total Weight Authorised maintained in accordance 
with the Light Aircraft Maintenance Scheme from the require- 
ments of Article 9 of The Order as amended by the Air Naviga- 
tion (Second Amendment) Order 1983 to the extent that Certifi- 
cates of Maintenance Review are required to be issued for such 
aircraft so as to enable Certificates of Maintenance to remain in 
force in respect of such aircraft after 21 December 1984 being 
the date on which Article 9 of the Air Navigation (Second 
Amendment) Order comes into operation. 


2 This Exemption ts subject to the following condition:— 


Certificates of Maintenance may only remain in force until the 
first Annual Check due after 21 December 1984. 


3 This Exemption shall have effect from 21 December 1984 
until 28 February 1986, unless previously revoked. 





Signed 
for the Civil Aviation Authority 
Dated 30 April 1984 


APPENDIX No. 3 TO 
AIRWORTHINESS NOTICE No. 47 


Maintenance Certification Formats 


The following are the basic certification statements for the 
Certificate of Maintenance Review and the Certificate of 
Release to Service:— 


1.1 Certificate of Maintenance Review 


“Certified that a maintenance review of this aircraft and 
such of its equipment as is necessary for its airworthiness 
has been carried out in accordance with the requirements 
of the Air Navigation Order for the time being in force. 


The next maintenance review is due..................ece0055. 2 


1.2 Certificate of Release to Service 


“The work recorded above has been carried out in 
accordance with the requirements of the Air Navigation 
Order for the time being in force and in that respect the 
aircraft/equipment is considered fit for release to service.” 








